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DEPLOYMENT AND PERFORMANCE CHARACTERISTICS OF 

5-FOOT-DIAMETER (1.5 m) ATTACHED INFLATABLE DECELERATORS 
FROM MACH NUMBER 2.2 TO 4.4 

By Herman L. Bohon and R. Miserentino 
Langley Research Center 

SUMMARY 

The need for a deceleration system with good supersonic performance characteris- 
tics has led to the development of an attached inflatable decelerator (AID). An AID con- 
sists of an aerodynamically shaped, ram-air-inflated, fabric canopy attached directly to 
the payload to be decelerated. 

To demonstrate the workability of the AID, four nominally identical models, 5 feet 
(1.5 m) in diameter, were designed, fabricated, and tested in the Arnold Engineering 
Development Center 16-foot supersonic propulsion tunnel. The models were fabricated 
from 1.86 ozm/yd2 (63 g/m2) Nomex cloth. The payload was represented by a 120° con- 
ical aeroshell. Deployment characteristics and steady-state performance data were 
obtained over the Mach number range from 2.2 to 4.4 and at angles of attack from 0° 
to 10°. 

All models deployed successfully and exhibited flutter -free performance after 
deployment. Shock loads commonly associated with inflation of parachutes during 
deployment were not experienced. Force and moment data and ram-air pressure data 
were obtained throughout the Mach number range and at angles of attack from 0° to 10°. 

The high drag coefficient of 1.14 was in good agreement with the value predicted by the 
theory used in the design and indicated other AID shapes may be designed on a rational 
basis with a high degree of confidence. 

INTRODUCTION 

Mission studies for entry into planetary atmospheres have indicated potential advan- 
tages of deploying decelerators at hypersonic and supersonic speeds. In a Mars mission, 
for example, references 1 and 2 demonstrate potential landed payload increases by deploy- 
ment of a decelerator at high supersonic speeds rather than at transonic speeds. Deceler- 
ation at supersonic speeds has been demonstrated with ribbon-type parachutes and ballutes; 
however, these configurations have certain disadvantages. The need of high porosity of the 
parachute and small frontal angle of the ballute to assure stability of the decelerators at 
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supersonic speeds resulted in low drag coefficients. (See ref. 3.) Thus, there is a need 
to advance the state-of-the-art of supersonic deceleration. 

A promising device for efficient deceleration at high supersonic speeds is an 
attached inflatable decelerator (AID). The AID (see fig. 1) is a ram- air -inflated light- 
weight canopy which attaches directly to an aeroshell or payload and for a given applica- 
tion can be shaped to provide maximum drag and minimum structural mass. The feasi- 
bility of the AID has been demonstrated analytically in reference 4 wherein optimized AID 
shapes derived from isotensoid theory are presented. A mass efficiency analysis, pre- 
sented in reference 5, shows that an AID requires the least mass when compared with 
other decelerators deployed at supersonic speeds in a high loading environment. The 
present paper presents the results of an experimental wind-tunnel investigation of the 
deployment and performance characteristics of an AID over the Mach number range from 
2.2 to 4.4. 

The wind-tunnel models consisted of a 5-foot-diameter (1.5 m) fabric decelerator 
canopy attached to a 2 -foot-diameter (0.6 m) sting-mounted 120° conical body simulating 
the shell of an entry capsule. The models were tested in the 16-foot supersonic propul- 
sion tunnel at Arnold Engineering Development Center. An alcohol-water vaporization 
system was used to initiate canopy deployment, and ram-air inlets completed inflation 
and maintained the deployed shape. Axial and normal force and moment data were 
obtained during deployment and under steady-state conditions at angles of attack. 

The model design, fabrication, and static test results are presented in reference 6 
and some results of the wind-tunnel tests are presented in references 7 and 8. A motion- 
picture film supplement (L-1080) of all model deployments is available on loan; a request 
card and a description of the film are included at the back of this paper. 

SYMBOLS 

The units used for the physical quantities defined in this paper are both in U.S. 
Customary Units and in the International System of Units (SI). The appendix presents 
factors relating these two systems of units. 

A frontal area 

total frontal area of decelerator, 7 tD 2 / 4 

A e frontal area of aeroshell 

Cj) drag coefficient 
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Cd jC j drag coefficient based on total frontal area A^ 

^D,e drag coefficient based on frontal area of aeroshell 

C m pitching- moment coefficient 

Cn normal-force coefficient 

D maximum diameter of decelerator (see fig. 2) 

axial load 

Fjq normal force 

M Mach number 

Pj internal pressure 

p 0 free-stream static pressure 

free-stream dynamic pressure 
R AID radius excluding burble fence 

T temperature 

total temperature 
t time 

x,y coordinates of AID shape (see fig. 2) 

a angle of attack 

MODEL DESCRIPTION 
Model Design 

The AID assembly shown in figure 2 consists of a 120° conical aeroshell and the 
attached fabric decelerator envelope. The cone is representative of an entry vehicle 
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in which the payload and AID fabric are packaged. Upon deployment of the AID at super- 
sonic speeds, the aeroshell may be retained as part of the deceleration system or may be 
separated from the payload by the AID to reduce the decelerated mass. In the present 
investigation the fabric was attached directly to the outer periphery of the aeroshell and 
an inner attachment to form the shape shown in figure 2. 

Design require ments.- The aerodynamic and structural requirements governing the 
AID design are given in table I. The models were sized by flow blockage limitations in 
the Arnold Engineering Development Center 16-foot supersonic propulsion tunnel. Models 
were designed for deployment at a Mach number of 3 and a dynamic pressure of 120 lbf/ft^ 
(5.75 kN/m2) corresponding to an altitude of 104 000 feet (31.7 km). The effective drag 
area after deployment is 4.5 times that before deployment. The temperature requirement 
was governed by future application and placed a limitation on fabric material selection 
used in the design. With these specifications a development program was initiated in 
which AID models were designed and fabricated as reported in reference 6. 

Aeroshell .- A boilerplate aeroshell was fabricated to meet the safety requirements 
established for the AEDC test facility. The aeroshell, fabricated from spun aluminum is 
24 inches (61 cm) in diameter and has a 3-inch (7.6 cm) nose radius. The aeroshell is 
attached to a heavy support which mates with a sting-mounted internal balance. The 
aeroshell and support are shown by a photograph in figure 3(a). The support sleeve also 
serves as the inner attachment point for the canopy rear surface. (See fig. 2.) The outer 
attachment of the fabric and aeroshell is made by a ring clamp at the periphery of the 
aeroshell. (See fig. 3(b).) 

Canopy design . - The fabric decelerator consists of the basic canopy with ram-air 
inlets and a burble fence. The AID canopy shape is obtained from an isotensoid analysis 
which utilizes both aerodynamic and structural disciplines in the derivation. Such an 
analysis is developed in reference 9 and analytical solutions yielding optimized design 
parameters of a class of attached inflatable decelerators applicable at supersonic speeds 
are presented in reference 4. 

The shape is governed by the static equilibrium of forces resulting from aerody- 
namic pressure over the front surface, a concentrated force at the burble fence, base 
pressure, internal pressure, and resultant forces in the canopy. The aerodynamic pres- 
sure distribution used in the design is shown in reference 6 and was subsequently veri- 
fied from a pressure survey on hard models of the AID shape in a Mach 3 stream. (See 
ref. 10.) The coordinates of the resulting aerodynamic shape are given in table n. 

The canopy internal pressure required to maintain a prescribed shape is obtained 
with four ram-air inlets equally spaced around the canopy. (See fig. 2.) The cloth inlets 
are 4 inches (10 cm) in diameter and are held in the air stream by cords attached to the 
inlet mouth and to the canopy forward of the inlets. (The cords are not shown in fig. 2.) 
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The inlet has a flap on the interior of the canopy which controls reverse flow. Details of 
the inlet design are presented in reference 6. The burble fence, located at the maximum 
diameter, is required at subsonic speeds to maintain uniform flow separation for subsonic 
stability. A preliminary investigation reported in reference 4 revealed that good subsonic 
stability was obtained with a fence which increased the AID diameter by 10 percent. 

AID Construction and Packaging Mode 

The AID is a gore and tape construction very similar to that of cloth parachutes. 

The meridian tapes are the primary load-carrying members and extend over the entire 
canopy length from the outer attachment to the inner attachment. Forty- eight meridians 
were used and were attached to the fabric gores by stitching. The gores are lobed 
between the meridian tapes to produce an essentially uniform stress resultant through- 
out the fabric. 

All the fabric and tapes were Nomex. The fabric was 1.86 ozm/yd2 (63 g/m2); 
the meridians were 500 lb (2.22 kN) strength tapes 0.5 inch (1.3 cm) wide, but folded to 
one-quarter inch (0.63 cm) for attachment to the fabric. All fabric was coated with 
0.5 ozm/yd2 (17 g/m2) Viton elastomer prior to fabrication to reduce the porosity. 

Seams and tapes were coated after fabrication. A photograph of an AID canopy and the 
aluminum aeroshell are shown in figure 4. 

The canopy is folded and packaged in an annulus at the base of the aeroshell as 
illustrated in figure 5. The forward section of the canopy serves as the cover for the 
packaged configuration and is secured at the central sting with a "daisy chain" assembly 
made from a series of loops attached to the canopy meridians. A pyrotechnic cutter is 
used to sever the restraining chord to permit rapid release upon deployment. A photo- 
graph of the packaged configuration showing the daisy chain loops and the pyrotechnic 
cutter is presented in figure 6. 

Deployment of the canopy in this particular series of tests was initiated by vapori- 
zation of an alcohol-water mixture contained inside the stowed canopy. 1 When the fluid 
is released at the low static pressure of the aeroshell base, vaporization occurs with 
sufficient energy to deploy the canopy to its full rearward position. The ram -air inlets 
then complete the inflation process and maintain the canopy internal pressure. To eval- 
uate the deployment sequence, a model was tested in an environmental chamber at a static 
pressure corresponding to the design test condition. (See ref. 6.) The first deployment 
resulted in canopy failure along the rear surface because of excessive circumferential 
loads. The canopy was unrestrained in the test and the absence of aerodynamic pressure 
on the front surface during rapid deployment left the canopy free to deform into a torus 
and thereby caused the failure. 

1 Recent tests (ref. 11) have been made on AID configurations with inlets mechanically 
deployed which eliminate the need for a fluid-vaporization system. 
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To safeguard against such events in wind-tunnel deployment, the models were 
reinforced as shown in figure 7. The reinforcements consist of a cloth sleeve extending 
7.5 in. (19 cm) along the canopy and circumferential webbing at the four locations shown 
in the figure. The sleeve was Nomex weave with a strength of 400 lbf/in. (70 kN/m) and 
the webbing was 1.0-inch-wide (2.5 cm) Nomex rated at 1000 lbf (4.44 kN) breaking 
strength. 

The physical properties of the AID tapes and fabric are shown in table III and the 
masses of the components of the 5-foot-diameter (1.5 m) model are listed in table IV. 
The nominal canopy mass of the test models is 4.18 lbm (1.90 kg). 

INSTRUMENTATION 

The internal pressure of the canopy was measured with a rapid-response 5-psi 
(34 kN/m2) differential-pressure transducer mounted in the aeroshell. Also, four 
static-pressure gages were mounted around the sting to measure steady-state base 
pressures before and after deployment. Temperatures of the back surface of the aero- 
shell and the inflation liquid were measured with iron-constantan thermocouples. The 
model forces were measured with an internally mounted six-component, strain-gage 
balance system with an accuracy of ±0.3 percent for the range of loads expected in the 
tests. Five cameras with speeds ranging from 24 pps to 1000 pps were used to docu- 
ment the model motions. 

All model data and other tunnel data were digitized and code punched on paper tape 
for on-line data reduction. Outputs from the balance, pressure transducer, and thermo- 
couples were also continuously recorded on oscillographs for monitoring model dynamics. 

TUNNEL TEST FACILITY 

The models were tested in the 16-foot supersonic propulsion tunnel at the Arnold 
Engineering Development Center. The tunnel is a continuous flow facility designed to 
operate over a Mach number range from 1.5 to 6.0 and a wide range of dynamic pressure. 
However, during the test period of this investigation, this range was not available because 
of limited power of the tunnel. The stagnation temperature can be varied over a range 
from 150° F to 435° F (340 K to 497 K). An extensive description of the tunnel and its 
operating characteristics is presented in reference 12. 

Details of the model sting support and location of models 1 and 2 in the test section 
are shown in figure 8(a). Because of difficulty encountered in maintaining established 
flow on models 1 and 2, models 3 and 4 were located further upstream as shown in fig- 
ure 8(b). Photographs of the undeployed model mounted on the sting are shown in fig- 
ures 9(a) and 9(b). 
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RESULTS AND DISCUSSION 


The deployment conditions for each of four test models are listed in table V. 

Table VI gives the values of Mach number, dynamic pressure, and angle of attack at 
which six-component force and moment data were obtained. Steady- state data obtained 
from model 2 at M = 2.2 were in error because of a tunnel-induced normal shock wave 
located too near the base of the model. Because of the large size of the models, the posi- 
tion of the downstream normal shock wave was sensitive to the tunnel pressure ratio 
between the test section and diffuser, and established flow was sometimes difficult to 
maintain. When momentary tunnel unstart occurred, blockage of the bluff body was suffi- 
ciently large to cause a loss of supersonic flow and the tunnel could not be restarted. 
During unstart, large pressure forces from the normal shock traversing the test section 
with the model inflated resulted in catastropic failure of models 1,2, and 3. Test dura- 
tion was 4, 10, 43, and 66 minutes for models 1, 2, 3, and 4, respectively. 

Deployment Characteristics 

The deployment sequence is shown in figure 10(a) for the M = 3.0 and M = 2.2 
deployments (tests 1 and 2). As discussed previously, deployment was initiated by flash 
vaporization of an alcohol-water mixture. The time t = 0 corresponds to the release 
of the fluid. The next two frames in the sequence show the relatively well-behaved 
opening process as the canopy moves to its most rearward position corresponding to the 
third frame at 0.036 and 0.088 second. In each case the outward growth of the canopy is 
small; however, the ram air inlets are shown facing the stream. The first model was 
fully deployed in 0.17 second whereas the second model, with half as much fluid in the 
reservoir, was fully deployed in 0.27 second. Erratic tunnel start-up loads during the 
first two tests were cause for concern for the integrity of the packaged canopy; therefore, 
the packaged models of tests 3 and 4 were held in place with a circumferential break 
thread attached to all the meridian tapes near the daisy chain to help restrain the cover 
canopy during start-up. Both models 3 and 4 had difficulty breaking the restraining 
thread and consequently, the deployment sequence took more time. The deployment 
sequences are shown in figures 11(c) and 11(d) for tests 3 and 4, respectively. The 
model of test 3 deployed in 0.7 second after release of the fluid reservoir, whereas the 
model of test 4 deployed in 0.45 second. However, time elapse to full deployment after 
breaking the restraining chords and unfurling initiated was about 0.25 second. A film 
supplement showing all four deployments in real time and at high speeds is available for 
further study. (See request card at end of report.) 

The drag load and AID internal pressure p^ obtained during deployment are 

shown in figure 11 for tests 1 to 4. The time t = 0 corresponds to release of the infla- 
tion fluid. The initial peak on the pressure plot in figure 11(a) is the buildup which occurs 
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during acceleration of the canopy rearward. The low point which follows (t ~ 0.04) occurs 
when the canopy's downstream movement ceases. (See fig. 10(a).) This point in time 
corresponds to the peak dynamic load or "snatch force" shown on the drag trace. These 
forces dissipate after 0.04 second as the canopy rapidly develops fullness. As the canopy 
opens against the air stream, the drag load increases uniformly to a near maximum after 
0.17 second and increases slightly thereafter as the internal pressure approaches 2q oo . 
Since the ram-air inlets provide controlled flow into the canopy, the flow rate decreases 
rapidly as the internal pressure approaches 2q 00 ; consequently, "shock" loads commonly 
associated with parachutes opening to maximum fullness are virtually eliminated. After 
deployment, the canopy was extremely stable and free of canopy flutter as is evident by 
the smooth drag load trace after 0.17 second. 

Superimposed on the pressure plot in figure 11(a) is the internal pressure measured 
during an inflation test (see ref. 6) conducted prior to wind-tunnel tests in an environmen- 
tal chamber to evaluate the fluid vaporization system and the canopy deployment mode. 

The environmental chamber pressure was 19.1 lbf/ft2 (0.91 kN/mS), the same as the 
wind-tunnel static pressure. As can be seen from figure 11(a), the internal pressure 
variation is very similar to that measured during the wind-tunnel deployment until the 
canopy reaches its most rearward position (low point in the pressure plot) at about 
0.04 second. (See fig. 10(a).) The near linear increase in pressure after 0.04 second 
appears then to come entirely from the ram-air inlets. 

The axial-force and pressure trace shown in figure 11(b) for test 2 indicates the 
deployment is significantly smoother than that of test 1. This effect is attributed to the 
lower initial internal pressure buildup due to the smaller quantity of fluid used, the higher 
static pressure, and lower fluid temperature. (See table V.) Although the deployment 
takes more time, the peak loads experienced during initial canopy acceleration in test 1 
are eliminated. The reduction in drag load after 0.3 second resulted from base pressure 
buildup as the large drag of the AID brought the tunnel to the verge of flow breakdown. 
Because of the abnormal base pressure, the drag data obtained from the M = 2.2 deploy- 
ment after 0.3 second is not representative of that for free flight. 

The drag and internal pressure traces shown in figures 11(c) and 11(d) for tests 3 
and 4, respectively, reflect the time elapse caused by canopy hang-up after release of the 
reservoir. (See figs. 10(c) and 10(d).). In each case after rearward movement begins, 
the canopy deployment is smooth, as indicated by the axial-force traces. 

The normal force and rolling moment recorded during deployment are shown 

in figures 12 and 13, respectively. In figure 12(a) (test 1), the peak normal force occurs 
during the time period of peak axial force (0.04 to 0.06 second) and is associated with the 
dynamic snatch force caused by rapid inflation. (See fig. 11(a).) This disturbance was 
not present in test 2 (fig. 12(b)) and the maximum normal force was considerably smaller 
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than that of test 1. In all four deployments the maximum normal force occurred with the 
canopy internal pressure p^ between O.Sq^ and l^q^. The rolling moments are shown 
in figure 13 (note the change in scale in fig. 13(c), test 3); the maximum moment occurred 
in test 4 and represents a couple with a magnitude of about 60 lbf (124 N) acting at the 
aeroshell periphery. This moment was about double the moments of the other tests and 
observation of film indicated canopy hang-up during deployment caused unusual twisting 
of the canopy. 


Steady-State Performance 

After deployment of the AID canopies, tunnel conditions were varied to obtain 
steady-state drag data and angle -of -attack data over a range of Mach number. Through- 
out the Mach number range covered, the decelerators were extremely stable and free of 
flutter. Some of the steady-state results are discussed in the following sections. 

Variation of C m , Cj), and Cjg with angle of attack.- Static force and moment 
data were obtained on model 1 at angles of attack from 0° to 5° and on models 3 and 4 at 
angles of attack from 0° to 10°. The moment, drag, and normal-force coefficients are 
plotted against a in figure 14 for tests 1 and 3 and in figure 15 for test 4. Angle-of- 
attack data were obtained at four different Mach numbers during test 4 as indicated on 
the figure. Also shown in figure 14 by the circle symbol is C m and for the aero- 

shell (120° cone) of test 3 prior to AID deployment. The moment coefficients are trans- 
ferred to the aeroshell base and the aeroshell base diameter (24 in. or 61 cm) is used as 
the characteristic length prior to deployment and the canopy diameter (60 in. or 153 rm) 
after deployment. As can be seen from the data, the variation of the coefficients is lin- 
ear. Determination of the center of pressure from the data in figures 14 and 15 before 
and after canopy deployment indicates the center of pressure is not affected by deploy- 
ment. The location of center of pressure downstream from the aeroshell base for the 
aeroshell alone is 10.2 inch (25.9 cm). After deployment, the data indicate the center 
of pressure is between 9.7 inch (24.6 cm) and 10.3 inch (26.2 cm) downstream from 
the aeroshell base. 

Figure 14 shows some deviation in Cp between tests 1 and 3 although test condi- 
tions were nearly identical. (At a = 0°, Cp> = 1.16 for test 1 and Cj) = 1.12 for 
test 3). The reduction in Cj) with angle of attack, however, is very small and repre- 
sents only a 2-percent reduction over the range of angle of attack covered. Figure 15 
shows some deviation in Cp> with Mach number; however, the variation with angle of 
attack is again small. Observation of motion pictures indicated the AID canopy tends to 
stay alined with the airstream when the aeroshell is rotated. Thus, there is little loss of 
drag load with angle of attack. Figure 16 shows photographs of the AID (test 4) at a = 0° 
and a = 10° at M=3.94, q oo =110 lbf/ft2 (5.3 kN/m^). The canopy alinement with the 
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air stream at angle of attack is more evident, however, from the photograph in figure 17 
where model 1 is pitched to a = 5°. Note the plane of the burble fence is essentially 
normal to the air stream. Similar photographs were not available from tests 3 and 4 
where the models were pitched to a = 10°. 

Effects of Mach number on Cj).- The overall performance of the AID is shown in 
figure 18 where Cjy values from all four tests are plotted against Mach number for 
a - 0°. The Mach number range covered is from M = 2.2 to M = 4.4. The test num- 
bers are defined by use of different symbols and, for comparison, the Cp of the aero- 
shell (120° cone) prior to each deployment is indicated by the symbols with the tick mark. 
The dashed line is from experimental data for pointed cones from reference 13 and agrees 
well with the present test data with the exception of test 1. Explanation for the discrep- 
ancy in Cj) of test 1 with the data from test 3 and reference 13 was not determined, but 
most of the discrepancy is eliminated after AID deployment. The solid line is the pre- 
dicted Cj) for the deployed configuration from the theory of reference 4. The variation 
in measured Cj) over the Mach number range tested is from 1.11 to 1.16 and indicates 
the AID performance is insensitive to Mach number in the supersonic range. The prox- 
imity of the measured C D of the four models and the good correlation with the calcu- 
lated Cj) suggests that performance of other AID model designs may be readily pre- 
dicted with accuracy. 

Canopy ram -air pressure .- The variation of the ratio of measured canopy ram -air 
pressure p^ to free-stream dynamic pressure q M with Mach number is shown in fig- 
ure 19. The canopy pressure is recovered from the airstream through the four inlets in 
the canopy. (See fig. 2.) Data points shown for the four tests cover a range of Mach 
number from 2 to 4.4. Although the measured pressure ratio appears to be essentially 
independent of Mach number, there is considerable variation between models. The 
recovery pressure is dependent on several parameters such as location of ram-air 
inlet, body bluntness, and permeability of the canopy material. Thus, some variation 
between models must be expected. All pressure ratios are lower than expected; the 
value used in reference 6 to obtain the design shape was = 2.16 which is shown 

by the solid curve in figure 19. A value of P i/Q.oo = 1-99 was measured experimentally 
during a pressure survey on hard models at M = 3.0. (See ref. 10.) There was no 
apparent degradation of material or loss of Pj with time in the supersonic stream. The 
model of test 4 was deployed at M = 4.4 and maintained steady internal pressure to 
shutdown at M = 3.0, 66 minutes after deployment. (See table VI.) Likewise model 3 
was tested for 43 minutes without any apparent degradation of the material. 

CONCLUDING REMARKS 

Four bluff attached inflatable decelerators (AID), 60 inches (1.5 m) in diameter 
were tested in the Arnold Engineering Development Center 16-foot supersonic propulsion 
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tunnel to determine deployment characteristics and steady- state performance over the 
Mach number range from 2.2 to 4.4. The AID lightweight canopy was attached to an 
aluminum 120° conical aeroshell 24 inches (0.61 m) in diameter. Deployment of the 
AID canopy from its stowed compartment within the aeroshell was initiated by a fluid 
vaporization system. Ram air inlets completed the inflation and maintained the infla- 
tion pressure. The deployed canopy increased the effective drag area (CpA) by a fac- 
tor of 4.5. 

All models deployed successfully. The canopies were very steady and free of flut- 
ter throughout the supersonic range and at angles of attack through 10°. Steady-state 
force and moment data indicate the models are statically stable over the Mach number 
range covered. The measured drag coefficient was essentially independent of angle of 
attack and of Mach number and was in good agreement with values predicted by theory. 
The ram air pressure was lower than predicted and was essentially constant with free- 
stream dynamic pressure. However, the overall performance indicates the design of 
other AID configurations can be made with a high degree of confidence. 

Langley Research Center, 

National Aeronautics and Space Administration, 

Hampton, Va. , May 13, 1970. 


11 


ii 



APPENDIX 


CONVERSION OF U.S. CUSTOMARY UNITS TO SI UNITS 

The International System of Units (SI) was adopted by the Eleventh General Confer- 
ence on Weights and Measures, Paris (ref. 14). Conversion factors for the units used 
herein are given in the following table: 


Physical quantity 

U.S. Customary 
Unit 

Conversion 

factor 

(*) 

SI Unit 

Force 

lbf 

4.448 

newtons (N) 

Mass 

lbm 

0.4536 

kilogram (kg) 

Length 

in. 

0.0254 

meter (m) 

Area 

ft2 

0.0929 

square meter (m2) 

Pressure 

lbf/ft 2 

47.88 

newtons/meter 2 (N/m 2 ) 

Temperature .... 

°F +459.67 

5/9 

kelvin (K) 

Volume 

oz (fluid) 

29.6 

centimeters 3 (cm3) 


^Multiply value given in U.S. Customary Unit by conversion factor to 


obtain equivalent value in SI Unit. 

Prefixes to indicate multiples of units are as follows: 


Prefix 

Multiple 

kilo (k) 

10 3 

centi (c) 

IQ" 2 
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TABLE L- AERODYNAMIC AND STRUCTURAL DESIGN PARAMETERS 


Maximum frontal diameter 5 ft (1.5 m) 

Deployed frontal area ratio, Cj) ?( jA^/Cj)^ e A e 4.5 

Dynamic pressure, 120 lbf/ft 2 (5.75 kN/m^) 

Deployment Mach number, M 3.0 

Deployment altitude 104 000 ft (31.7 km) 

Maximum temperature, T 350° F (450 K) 


TABLE II. - COORDINATES OF AID TEST MODEL 
Jr = 27.3 inch (69.3 cm)] 


x/R 

y/R 

x/R 

y/R 

0.4420 

0.00 

0.9820 

0.7231 

.5660 

.0610 

.9630 

.7633 

.6280 

.0954 

.9376 

.8007 

.6900 

.1336 

.9060 

.8343 

.7520 

.1768 

.8685 

.8634 

.8140 

.2277 

.8254 

.8870 

.8760 

.2906 

.7772 

.9044 

.9101 

.3342 

.7244 

.9144 

.9411 

.3840 

.6072 

.9084 

.9649 

.4352 

.4787 

.8592 

.9847 

.4974 

.3458 

.7512 

.9970 

.5675 

.2202 

.5562 

.9997 

.6376 

.1364 

.2485 

.9942 

.6809 

.1268 

.1058 


TABLE m.- PHYSICAL PROPERTIES OF AID MATERIAL 


Meridional tapes (Nomex): 

Width 

Breaking strength 

Reinforcing webbing (Nomex): 

Width 

Breaking strength 

Fabric (Nomex): 

Tensile strength (warp/fill) 

Tear strength 

Elongation, percent 

Fabric density 

Coating density 

Thread count per inch 

Permeability limit at 0.5 inch H2O (124 N/m 2 ) 


0.5 inch (1.27 cm) 

500 lbf (2.22 kN) 

1.0 inch (2.54 cm) 

1000 lbf (4.44 kN) 

. . 96/83 lbf/ in. (16.8/14.4 kN/m) 
. . 9. 0/6. 8 lbf /in. (1. 6/1.2 kN/m) 

28/29 

1.86 ozm/yd 2 (63 g/m 2 ) 

0.5 ozm/yd 2 (17 g/m 2 ) 

80/77 

. 0.02 ft 3 /min/ft 2 (100 cm 3 /m 2 -s) 



TABLE IV.- MASS OF COMPONENTS OF 5- FOOT-DIAMETER (1.53 m) AID 


Item 

Mass 

lbm 

kg 

Coated fabric 

0.88 

0.40 

Meridian tapes 

1.21 

0.55 

Reinforcing webbing and sleeve 

0.32 

0.145 

Stitching, joint overlap, attachment reinforcing, etc 

0.97 

0.44 

Burble fence 

0.23 

0.108 

Inlet assembly (4) 

0.57 

0.259 

Total 

4.18 

1.90 


TABLE V.- MODEL DEPLOYMENT CONDITIONS 


Model 

M 

q 

OO 

P 

s 

1 

t 

Reservoir 

fluid 

Reservoir fluid 
temperature 

lbf/ft 2 

kN/m2 

lbf/ in2 

kN/m2 

°F 

K 

oz 

em^ 

°F 

K 

i 

3.0 

120.2 

5.75 

19.1 

132 

194 

363 

12 

356 

123 

324 

2 

2.2 

120.5 

5.76 

35.6 

246 

185 

| 

358 

6 

178 

114 

319 

3 

3.0 

117.0 

5.60 

18.6 

126 

120 

322 

6 

178 

110 

316 

4 

4.4 

74.5 

. 

3.56 

5.5 

38 

147 

337 

6 

178 

121 

323 


TABLE VI.- SUMMARY OF AID SUPERSONIC TESTS 


Model 

Range of performance data 

Test duration after 
deployment, min 

M 

Ooo 

a, 

deg 

lbf/ft2 

kN/m2 

i 

3.0 

120 

5.75 

0 to 5 

4 

2 

2.2 

120 

5.75 

0 

10 

3 

2.5 to 3.0 

90 to 196 

4.31 to 9.38 

0 to 10 

43 

4 

3.0 to 4.4 

36 to 117 

1.73 to 5.60 

0 to 10 

66 
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Figure 1.- Cutaway view of attached inflatable deceferator (AID), 







Figure 4.- Photograph of AID canopy and aeroshell. 
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(a) Models 1 and 2. 

Figure 8.- Location of models in test section. 




to 

05 



(a) Downstream view. 

Figure 9.- AID In tunnel prior to deployment. 
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(b) Upstream view, L-70-1633 

Figure 9.- Concluded. 
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Reservoir released Unfurling initiated Inlets facing stream Fully inflated 



(a) Test 1; M = 3.0; q OT = 120.2 lbf/ft 2 (5.75 kN/m 2 ). 



t - 0 



(b) Test 2 ; M = 2.2; q oo = 120.5 lbf/ft 2 (5.76 kN/m 2 ). 


Figure 10.- AID deployment sequence in supersonic stream. 
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(0 Test 3; M = 3.0; q = 117.0 lbf/ft 2 (5.60 kN/m 2 ) 




(d) Test 4; M = 4.4; q M = 74.5 lbf/ft 2 (3.56 kN/m 2 ). 


Figure 10.- Concluded. 
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(a) Model 1; M = 3.0; q M = 120.2 lbf/ft 2 (5.75 kN/m 2 ). 

Figure 11.- Axial force and interna! pressure ratio during deployment. 
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(b) Test 2. 

Figure 13.- Rolling moment during AID deployment. 
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Figure 14.- Variation of pitching- moment, drag-force, and normal-force coefficient with angle of attack for tests 1 and 3. 
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Figure 18.- Variation of drag coefficient with Mach number, a = 0°. 
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Figure 19.- 
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